Parapet and Walk not shown

Taper of Water Side of Face Slab is
3 J$" in 12'0" Vertical

Reinforcing Steel not shown
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! Bottom width of cut-off Trench to be equal to thickness of
Face Slab at Rock Line with Minimum of 2'-6". Depth and Side                     Section

Slopes of Cut - off to be determined by the Engineer in the
Field as the Excavation progresses.

FIG. 11.    Example 1, Stony Gorge Dam, nonoverflow section.

Downstream Elevation
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